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27 February 1955 


MEMORABINM FOR: Project Director 


SUBJECT a Bystem IV Test Set 


Zt is recommended that the System IV Test Seta bgeprogrammed 
as follows: . 


a). Test Set Ho. 100 now at the California Base to go to 
Base B with the shipsent of System IV Serial 103. 


b). The Improvised Test Set now at Base B to be sent to 
Washington to be checked out, refurbished an‘ set up for ESO 
use, upon receipt of No. 100 at the Base. 


¢). Test Set Ha. LOL to go to the California Base for use 
in testing System IV Serials 103 and 104. 


a). Test Set Bo. 102 to go to the Californie Base for wee 
in testing System IV, Serials 105-107 end rebuilt Sertals 101 and 
102. Upon completion of this task the test set should then go to 
roa. 
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